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Infection Prologue 
Infection Prologue 

The Marines and the Spartans have been living peacefully on the world 
called: koronos a world twice as big as Earth. The year is 3008, and 
the humans have built over 75,000 worlds in the Main colonies alone. 
It's been over 400 years since The Great Human-Covenant War. Master 
Chief and his squad have fought the Flood many times. Unfortunately, 
no one Knows about a new threat lurking in the shadowsaC | and its 
Stronger than the Flood. Much strongeraC | 

The Zombies have been taking over a Secret Base, and now A Spartan 
Named James is yet to discover something bigger then he ever imagined 
changing his life forever. Him and his friends Jake, Robert, Nick and 
Elisabeth are about to find out that a new weapon is about to be 
launched. The weapon is called The Cannon of Death. 

The head zombie of the swarm is Vorcron .He is one of the most 
powerful of his species, and he has found a way to destroy humanity 
and take over the galaxy. But there is only one thing that can 
destroy the new zombie species, and that's the Elites. 

The Elites have located the new species of zombies, and now are 
making a plan to stop the new zombie species once and for all. The 
Elites tried to locate the Secret Base, but they only got a static 
signal. Have the zombies attacked? Why now? That's what the Elites 
are trying to find out. Will they tell the humans before its too 
late? 
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